






























































ASTORIA FIRE 


On December 8, 1922, a fire started at 
approximately 20 feet North of the marker, des- 


troying the majority of the business district of 
this City. 


On December 8, 1922, fire of unknown origin 
started 20 feet North of this Marker, in the basement 
of the Bee Hive Department store, resulting in the. 


Goa 
total destruction of the majority of tea business 
district of -the City of Astoria. 


£ eo : 








